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            This is the true story of the use of deceit, arson, theft, sabotage, 
            and murder to deliberately bury what many distinguished medical 
            doctors called "THE end to all disease".

            The scientist you see in the photo discovered that THE UNIQUE 
            ELECTRONIC "SIGNATURE" OF EACH SPECIFIC DISEASE can be modified to 
            eliminate nearly every affliction known to man.
            This electronic treatment is rapid, painless, and proven to be 
            entirely free of side effects.  We have received literally hundreds 
            of accounts by individuals who used this electronic therapy to 
            rapidly eliminate arthritis, diabetes, tumors, and other 
afflictions.
            It's possible for you to confirm this for yourself. Medical doctors 
            who have already confirmed part or all of this discovery include:
            E.C. Rosenow, Sr. (Chief of Bacteriology, 32 yrs., at Mayo Clink), 
            Fredrich Koch (Detroit, Brazil), Sakae Inoue (Japan), Georges Mazet 
            (France,), Franz Gerlach (Germany), Niello Moil and Clara Fonti 
            (Italy), Cameron Gruner (McGill Univ.), T.J. Glover (Canada), 
            Florence Seibert (V.A. Research Lab, Bay Pines, Fla.), Lyks Sieger 
            (U.S. Denmark), Irene Diller (Inst. of Cancer Research, Phila, 
            Penn), Eleanor Alex. Jackson and Virginia Livingston (NJ & San Diego 
            clinics).
            The University of Southern California once sponsored a Special 
            Medical Research team to evaluate this electronic therapy on the 
            terminally ill. After 130 days, EVERY PATIENT recovered without side 
            effects of any kind.
            The medical team which evaluated the therapy for the University of 
            Southern California included:
            Rufus Klein-Schmidt (President, Univ. of Southern California), 
            Milbank Johnson (then the President of the southern Calif. AMA), 
            Arthur Kendall (Director, Northwestern Medical School), Edward Kopps 
            (Metabolic Clinic, La Jolla), George Fischer (Children's Hospital, 
            NY), Karl Meyer (Hooper Found., San Francisco), Whalen Morrison 
            (Chief Surgeon, Sta. Fe Railway), George Dock.
            The electronic equipment used in this study was destroyed by 
            intruders, resurrected by a woman scientist, and is finally 
            available again.
            But if it actually exists, then why haven't you heard of it? Arid 
            why hasn't your doctor said anything about it?
            First, because doctors can't use it until it's FDA approved. You can 
            only use it yourself, to investigate its uses.
            Second, until it's FDA approved, it's illegal for doctors or anyone 
            selling a product to tell you that it cures anything.
            Even if medical studies show that a product cures everything, those 
            who say so without FDA approval can be charged with making 
            "fraudulent medical claims", and "mislabeling".
            Well, then why not get FDA approval for this therapy? Because 
            average cost of bringing a new product up to FDA approval is about 
            $359 million dollars per medical use.
            That's only about 3 days of earnings for the prescription drug 
            industry, but beyond reach of others.
            So unless you can shell out 359 million dollars for FDA approval for 
            each medical use, the rules are rigged to maintain a monopoly on 
            health care for the drug industry.
            By now you may be wondering, 'Who developed such a remarkable 
            therapy?
            It was developed by the gifted scientist Royal Raymond Rife, winner 
            of 14 govt. awards-shown in the enclosed photos. And it is again 
            available, after being lost for years.
            Rife discovered that any disease can be eliminated with frequencies 
            based on its individual electromagnetic signature.
            But as you'll soon discover, agents of the pharmaceutical cartel 
            destroyed his papers. It has taken years to finally reconstruct his 
            work again.
            Now why would the pharmaceutical cartel try to suppress a cure? It 
            was alarmed that their customers might abandon drugs for far more 
            effective treatment, that costs only pennies in electricity to use.
            by now you are probably saying to yourself, "But this is crazy! Are 
            you telling me that the medical profession just ignored a harmless 
            electronic method to rapidly eliminate all this pain and suffering, 
            even after all those doctors confirmed this work?"
            YES --- for several reasons. First, because conventional medicine 
            takes years to accept discoveries that challenges cherished beliefs.
            Typically, any discovery, which contradicts orthodox authorities, 
            will be regarded as heresy. Pasteur, for example, was ridiculed and 
            reviled for years, until medicine finally accepted his theory that 
            germs cause disease.
            And not long ago, Dr. Semmelweis committed suicide after enduring 
            years of ridicule -- for suggesting that it might kill patients to 
            operate without first washing the surgeon's hands (often right after 
            an autopsy).
            Other visionaries who were discredited and roasted over a pit in a 
            "medical Inquisition" were Wilhelm Roengten for discovering X-rays, 
            Morton for ether anesthesia, and Harvey for claiming that blood 
            circulates. (High honors were awarded posthumously.)
            And now that health care is our biggest industry, anything that 
            eliminates most illness may be highly unpopular with those whose 
            dogma and services are threatened ... just as with Pasteur and 
            Semmelweis. 
            Nor has it changed recently. Here's a list of distinguished medical 
            doctors who have been harassed and persecuted in the last 50 years 
            for using therapy that threatened the profits of the pharmaceutical 
            industry-
            Doctors Revici, Burzynski, Livingston, Ivy, Burton, W.F. Koch, 
            Coley, Glover, Lincoln, Priore and Naessens (a scientist). Dr. Koch 
            was killed by arsenic injected in his toothpaste. There is a tragic 
            story implicating the drug industry behind each of these names.
            Perhaps now you understand that any true cure for cancer, diabetes, 
            arthritis and other diseases must be suppressed for the status quo 
            to continue. It's sort of like war: millions of people suffer and 
            die because it's so very profitable for a few at the top.
            (First thought to be accidental death, federal investigators exhumed 
            Johnson's body years later and detected poison).
            Dr. Nemes, who duplicated some of Rife's work just 40 miles from 
            Rife's lab, was killed in a mysterious fire which destroyed his lab. 
            Rife was harassed till he stopped his research, but later was killed 
            by a lethal dose of Valium at Grossmont Hospital.
            After Dr. Milbank Johnson's murder, there were threats and other 
            incidents, until 30 doctors once photographed honoring Rife at a 
            banquet denied they had ever met him! Dr. Isaac Kendall, Rife's 
            chief research associate and Dean of Northwestern Medical School, 
            received $200,000 in "grants" & disappeared. Was that a bribe?
            It took many years for Rife's colleagues to secretly reconstruct 
            enough of his burned and stolen research work to make effective 
            instruments again available to the public.
            Disease is especially profitable for the pharmaceutical cartel. 
            Rife's new technology Rife Could eliminate profits of nearly a 
            billion a week for the drug industry.
            How long do you think it ignored such a threat? The answer is, not 
            long. After a preliminary "offer you can't refuse", this is what 
            happened to Rife and his astonishing electronic therapy:
            First, arsonists burned the Burnett Lab in New Jersey, which was 
            validating Rife's work. (For details, buy our books on Rife or send 
            $5 for newspaper clippings.)
            Then, someone fatally poisoned Dr. Milbank Johnson, president of the 
            Southern California American Medical Association.
            He died just hours before a scheduled press conference in which he 
            was to announce that in a study supervised by the University of 
            Southern California, Rife's electronic therapy cured every terminal 
            patient in 3 months.
            In spite of the persecution, skeptics may still wonder why those who 
            knew Rife remained silent. Well, look at it this way--- Maybe you 
            think hospitals want in on this. But why would hospital 
            administrators want anything that costs pennies to use, and keeps 
            most clients out of their hospitals altogether?
            With conventional therapy,, a patient stays in bed at $600 a day 
            (doctor bills not included). And hospitals can collect up to 
            $200,000 from each cancer patient who has insurance.
            Okay, then how about research foundations or teaching institutions?
            Wrong again. Who wants a cure that eliminates hundreds of millions 
            of dollars in grants and the jobs of the entire staff?
             Even the giant health insurance industry would be dealt a severe 
            blow by a cure for most diseases. So practically everyone had too 
            much to lose by accepting Rife.
            But if all those doctors confirmed Rife's discoveries, why doesn't 
            your doctor know about this?
            First, the pharmaceutical industry kept Rife out of the medical 
            journals. Since such journals depend on drug ads to survive, a 
            threat to pull its ads and sponsor another journal was all it took.
            So most of today's doctors never heard of Rife. And even if they 
            did, it's naive to assume they would all report favorably on 
            anything that might replace their services. If you don? believe they 
            would mislead you, try asking most M.Ds about the benefits of using 
            vitamins & herbs!
            The trouble is, health care is just too profitable to conventional 
            doctors whose livelihood depends on treating disease. The way they 
            saw it is: "no disease, no patients."
            But surely some medical authority somewhere would alert the news 
            media. So why didn't it make the regular news? IT DID. A front page 
            San Diego paper's story on Rife is available here(86K). But just try 
            to get a copy yourself: you'll be told that this particular date is 
            "unavailable"
            Fortunately, a few dedicated doctors and engineers did work together 
            to reconstruct and resurrect Rife's technology after his death. Like 
            Rife, these pioneers experienced extensive sabotage, and have been 
            forced underground to stay in business. But Rife instruments are 
            once again available to the public-temporarily.
            But it is not FDA-approved for the medical profession (and it never 
            will be if the drug industry has its way). So you have to get your 
            own instrument, if you wish to try it.
            These pioneers have had astonishing success in reproducing Rife's 
            results with their instruments, reporting close to I with many 
            different kinds of medical afflictions.
            Several engineers have tried to copy the successful instruments. 
            Unfortunately for their customers, their instruments have given 
            disappointing results because they were only designed to reproduce 
            frequencies, without any real understanding of either microbiology 
            or the theory of Rife's original technology.
            The instruments now manufactured by the pioneers in this field work 
            extremely well. Many have tried to duplicate them, but that's 
            virtually impossible (due to the multi-layer boards, unreadable 
            programming, relabeled chips, PALS, & epoxy) So the many imitation 
            versions have produced only marginal results.
            There is also tremendous variation in the cost of Rife instruments. 
            Some outrageously priced Call-the-market-will-bear") versions are 
            actually less effective than more the modestly priced brands. So how 
            is the average person to know which instrument designs succeed in 
            duplicating Rife's original results? After extensive testing, the 
            following brands meet all our expectations:  Astropulse and 
            NatureTronics .
            By now, you may be wondering, "who are you?" We are the Royal Rife 
            Research Society, started by Rife's colleagues. Our members 
            experiment with frequencies on all known forms of illness. 
            Our mission is also to inform the public that an electronic cure for 
            most incurable afflictions exits which has been illegally suppressed 
            to protect the drug industry.
            You don't have to take our word for it. You can get an instrument 
            and see for yourself.
            We finance this project by selling books which tell Rife's story 
            (see enclosed order form). You can also help by sending a 
            tax-deductible contribution, for funding our film documentary on 
            those who recovered from "incurable" afflictions using Rife 
            technology.
            In the final analysis, the only way to know if such a remarkable 
            therapy actually exists is to experience it firsthand.
            Not just another rigged double-blind trial, whose conclusion is paid 
            for, and dictated in advance, by vested interests.
            But a trial conducted by the one impartial sponsor who has nothing 
            to lose by learning the truth: yourself.
            HOW DID RIFE DO IT?
            Royal Raymond Rife was perhaps the most brilliant and persistent 
            scientist in history. Where technology didn't exist, Rife invented 
            it --- the very first micromanipulators, micro-dissectors, and 
            heterodyning ultraviolet microscopes. He won 14 govt. awards for 
            scientific discoveries, and a medical degree hon from the University 
            of Heidelberg.
            Millionaires like Henry Timken financed Rife's work, such as the 
            Universal Microscope, with 5,682 parts. With this superb microscope,
            Royal Raymond Rife became the first human being to actually see a 
            virus. After nearly 20,000 unsuccessful attempts, Rife finally 
            isolated and identified the human cancer Virus, and named it 
            "Cryptocides Primordiales". Rife inoculated 400 lab animals with 
            this virus, created 400 tumors, and then eliminated every cancer 
            tumor by using his instrument to modify its electronic signature. 
            This is all chronicled in "The Cancer Cure That Worked" (see 
            enclosed order form).
            Rife used the same technology for other "Incurable" diseases. 
            Constructing his own equipment, Rife painstakingly analyzed the 
            precise energetic signature unique to each.
            By exposing disease organisms to highly modified forms of their own 
            unique electromagnetic pattern of oscillation, Rife discovered he 
            could destroy them (and nothing else) by the millions. How is this 
            possible?
            Every biochemical compound oscillates at its own distinct frequency 
            pattern. Therefore, every living thing has its own unique 
            electromagnetic signature, and this pattern is genetically 
            determined--and thus unlike any other species.
            After decades of research, Rife isolated the patterns, modified them 
            and used them to kill the microbes that produced them! just as a 
            wine glass is shattered only by a particular frequency, so Rife's 
            frequencies destroy only the disease organism whose oscillation 
            pattern corresponds to the modified pattern he broadcast.
            Therefore, RIFE THERAPY IS ONE OF THE VERY FEW THERAPIES KNOWN TO BE 
            FREE OF ANY SIDE EFFECT. 
            This is in contrast to any synthetic drug, whose unnatural chemistry 
            eventually produces damaging side effects, such as impotence, high 
            blood pressure, hair loss, and damage to heart, kidneys, & immune 
            system.
            You can see the effects an microbes in our Videotape, Rife's Lab 
            Vigorously active microbes stop moving and begin to die when exposed 
            to modified frequencies derived from their own electromagnetic 
            signature. Every other species is untouched. Rife himself filmed 
            this, through his microscope.
            Although Rife instruments are available now, it may only be for a 
            short time. The drug company lobby managed to mislead Congress into 
            passing S. 1028.
            S 1028 contains a single sentence buried in its 1,000 page draft 
            which provides a mandatory 7-yr. prison sentence for those who 
            manufacture and sell any alternative medical product, from herbs to 
            Rife instruments.
            Many Rife manufacturers are already shutting down. If you think 
            someday you'll need a Rife instrument, get it now while you still 
            can.
            But examine the features of each brand carefully. Cost is 
            misleading-some modestly priced Rife instruments can outperform 
            those which cost 2 to 4 times more. A good one costs around $2,000.
            At the other extreme are cheaper modified frequency generators, 
            which are too inaccurate to hold frequencies and were never intended 
            for use as Rife instruments.
            Getting one of these is as misguided as overspending, since 
            investing just a bit more buys a really effective Rife instrument.
            Our policy does not permit us to recommend one brand over another. 
            But we can mention reputable instruments which consistently obtain 
            the results reported by Rife-AstroPulse, Quantronics, 
            Electrospectrum, Electromagic, and InfiniTech.
            Ask for a money-back guarantee. And get authentic equipment, if you 
            really want to see if (as Dr. Sieger writes), "it can truly achieve 
            what is considered medically impossible".
            After you read the letters from those using Rife instruments, you 
            may conclude that there is an answer for what conventional medicine 
            calls "incurable"-. an answer that could make it entirely 
            unnecessary for you to ever suffer from conditions such as cancer or 
            arthritis.


       
       

